Message 


From: Lobik Stephen [slobik@facil.umass.edu] 

Sent: 1/27/2011 5:23:42 PM 

To: Hanchett, James (DPH) [James.Hanchett@state.ma.us] 

Subject: RE: Parking Lots 


Are you still avaiiabie to meet today around 2:30? 

Stephen Lobik 
Capital Project Manager 
Facilities Planning Division 
University of Massachusetts 
(T) 413-545-6516 

(F) 413-545-3684 
slobik@facil.umass.edu 

From: Hanchett, James (DPH) [mailto:James.Hanchett@state.ma.us] 

Sent: Thursday, January 27, 2011 9:19 AM 
To: Lobik Stephen 
Subject: RE: Parking Lots 

No, 

Lower lot was plowed 1/26, but it is not plowed today. Upper lot has not been plowed for four storms. 
Jim 

From: Lobik Stephen [mailto:slobik@facil.umass.edu] 

Sent: Wednesday, January 26, 2011 3:10 PM 
To: Hanchett, James (DPH) 

Subject: RE: Parking Lots 

Jim, 

Has Burt gotten back to you? 

Stephen 

Stephen Lobik 

Capital Project Manager 

Facilities & Campus Planning Division 

University of Massachusetts 

(T) 413-545-6516 

(F) 413-545-3684 
slobik@facil.urnass.edu 

From: Hanchett, James (DPH) [mailto:James.Hanchett@state.ma.us] 

Sent: Wednesday, January 26, 2011 7:37 AM 
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To: Lobik Stephen 
Subject: Parkig Lots 

Hi Steve, 

What is going on with the plowing of our parking lots? Lower lot and the new lot have not been plowed for the 
last 3 storms. We can't get deliveries to lab because the lower loading dock is blocked by snow. I emailed Burt Ewart but 
heard nothing. What can we do???? 

Jim Hanchett 
Amherst Drug Lab 
Room N251 Morrill I 
637 North Pleasant Street 
Amherst, MA 01003 
Phone 413-545-2607 
Fax 413-545-2608 
Cell^^^^^H 
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